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.Sib  : 

The  Government  Agent  for  the  inspection  of  Cotton  has  reported  that  which 
wj^s  purchased  of  you,  to  be  in  bad  condition,  as  follows : 


When  the  ropes  have  burst  and  the  baling  has  rotted,  it  is  expected,  and  you 
arc  earnestly  requested  to  put  up  the  Cotton  in  boards  and  hoops,  so  that  it  may  be 
transported  when  required. 

Bs  pleased  to  attend  to  this  matter  before  the  next  call  of  the  Agent. 

Vety  Respectfully, 

J.  D.  B.  DeBOW,  Gen'l  Agent. 
O..BASKERVILL, 

Special  Agent,  East  Miss.  I 
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